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MAR 1 5 ,955" 


MSMOhAllIHn* FOR? Assistant to Secretary of 


siawrECTs 



If the SKAT0 


1 , Reference is made to & reply from the Assistant to the 
Secretary «f ©of«»#* {Special Qperatiea#}, dated 27 December l$55, 
to tmenarfm by the Director of Central Intelligence to the 3#cr«- 
tary of Defease oa this * object, dated 17 October PMS. 

*• 2* *h» interval since the trarumaittal of the original 
*ha Central Intelligence Agency ha* coecarred with 
***** IMt«4 State* agencies in an alternative approach to the sola- 
of thtt broad problems of subversion in the $£ATO area; namely, 
of a permanent working group directly under the 

been received that this niurnattve approach 
; at the meeting of the Council la EaracM ia March- 1956. 




* 11 1* considered that the proposals 
af the Dirac Wr of Central Intelligence c on t ained la the original memo- 

la abeyance, pending farther 
the snv structural organisations. 

*» '!*• repp* smstative a of Che Central lstall%eace Agency 
10 the Jaterdepartmeatal Committee oa SKATQ have requested that 
**• Chairman a f that Committee call for a meeting to he held as soon 
ae peonage alter the *maM. of the dele ga te s from the Karachi meetings. 
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It it i n t e nde d at that time to pursue jointly with the representatives 
of other interested agencies, additional steps that can be taken for 
the strengthening of SEATO, 

;<sipeso rn/.;:r. c. tmm 


FRANK G. WISNSB 
Deputy Director (Plans) 


pvf (13 March 1956) 
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